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C®&VID-19 


Uttarakhand State Control Room 


© Positive Today: 94 # Recovered Today: 108 
6 Death Today: 01 :@) Active Cases: 301 
1. Total cumulative Positive COVID-19 detected since 01.01.2023: 2446 
2. Total Number of COVID-19 Patients Treated/ Cured/ Migrated since 01.01.2023: 2133 
3. Total Number of COVID-19 Deaths since 01.01.2023: 12 
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Note: 1 Death in Sushila Tiwari Government Hospital (Nainital) 


